A manual of classical bibliography: comprising a copious detail of the various editions of the Greek and Latin classics, and of the critical and philological works published in illustration of them, with an account of the principal translations, into English, French, Italian, Spanish, German, etc, Volume 2 (Google eBook)
Joseph William Moss
H. G. Bohn, 1837 - Classical literature
